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Lights above lobby desk are always going out. J RSS Feed (/1/feed) 
Targeted person sits at lobby desk overnight. Experiences sharp pain to the top left portion of the head 
and pain to the stomach region. Sometimes pin pricking of the eyes or eye irritation. 


Security cameras in lobby above lobby desk (toward back) with blue and red LED or laser looking lights 
inside. This may or may not be related to the electronic harassment. 
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Location: 3671 Broadway & 152nd St, Apt. 41, New York, NY 
Year: Summer 2014 to Current Date 
Electronic Harassment: From floor above or below. 


THN FR 


A, wÈ n 
= Se 


ei oe ee 


fe 


+ a] 
7 ` 
t 5 + 
Tam A - ° 


s 


Targeted person on Apt 41, room window with fire escape. Electronic harassment from floors above and 
or below. Suspected floors: Apt 31, Apt 30, Apt 51, Apt 61. 


Doors to building floor apartments where suspected electronic harassment activity may be taking place. 
Apt 31, Apt 51, Apt 61 
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Device spotted on ceiling in 3rd floor hallway. It may or may not be related to electronic harassment 
activity. 
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520 W 156 St Apt 51 NY, NY. 10032 
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Location: 520 W 156 St Apt 51 NY, NY. 10032 
Year: September 2014 

Suspect in Apt #41. 

Targeted Individual on top floor in Apt #51. 
Electronic harassment from below. 


pulsating effect when ELF Zone meter is placed on the Apt #41 room floor. 
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Suspect's window Apt #41. Red curtain, bed and lamp. Nothing unusual photographed. 
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| What appears to be 
| cables and unknown 
| device inside room. 


What appears to be 
cables and unknown 
device inside room. 


Location: 520 West 162 St #51 New York, NY. 10032. Suspect #41 
Year: Late 2013 to Spring/ Summer 2014 


Date: 5-13-2014 
L: Broken window with red curtain where suspect was believed to be (Apt#41). 


R: Building entrance from street. 


Date: 5-03-2014 


Trifield 100XE EMF Meter placed on the floor directly under my position showing high readings (magnetic 
0-100 range). Moved to another area of the floor the Trifield meter shows lower readings. 
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544 147th Street & Broadway, New York, NY 
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Electronic Harassment Evidence (Previous APT) 


Address: 544 West 147 St. NY, NY. 10031 
Year: 2013 

Perpetrator/ Suspect directly above Apt. 3E 
Targeted person: Apt. 3D 


Cables, perhaps coaxial cables that are used in millimeter wave applications for electronic harassment torture 
spotted in the suspect's window on APT 3E. The woman pictured was oberved leaving APT 3E. Suspect pictured in 
window may have been armed (hand in pocket holding gun). 


Left: Cardboard also placed in 
window in another location where 
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l Address: 3671 Broadway #41 
New York, NY. Year: 2014 


Location: 147 Street & Broadway 
Year: August-September 2013 
Type of harassment: From above. Dragging equipment pacing target's position. 


Front entry of building. 544 147th Street. 


Suspect looking out window, leaving the building, and women leaving suspect's apartment. 


Window Shot showing cables, curtain, and cardboard. 
Date of photo: 9-5-2013 to 9-7-2013 


Close up shot of cables in window. 
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